Physical Feature
Lounge

Resident
Evaluation

Courtyard

Rear entrance

General:

Corner
protectors

Description

Good to have a common
area, but furniture not
appropriate for quads;
rug gets caught in

wheelchairs.

Good view of area
outside project; good
place to sit in nice
weather.  Sidewalk {less
than 61) not wide enough
for several wheelchairs
when group congregates
on walk.

Many would like a more
private entrance.

Good for protecting
walls.
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